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: ris Petrol, oii, potesh, grain 

( fruit, no ALOSt, timber, bos ore, barytes 

Principal Egoorte: fFotatoss, bricks, ersin, basic 
Slag, waete leather, acricultural tractors 


Principal Porte from which shins arrive: 
Lormion, Imcinghar, Guernsey, Coole, full, Abo, Crimaby, Nasburg, 


‘Rotterham, fotke, Rafsco, Boulogne, Rouen, Kabjerc, Raminas Bireo, 
oa Meseluis, Patenieri, fresen 


Number using the district: 


Tonmages Mone Guring the year 
| Places served: : 
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(1) Same of Isclation “ospitel to which emallpox casse are sent 
Brom the district. 
Smallpox ‘ospitel, Ioswich 
(2) Arrangements for tranesort of such earse to that horepital by 


ambulance, civing the name of the Authority responsible for 
the ambulance and the vaccinal state of the ambulance creve@e 


In the event of there being s eumepected case, the 
Resident Medical Officer of Niealth, Ste Helen's 
—. ipesich, telephone number Ipswich 77211, 

eontacted. He would make 21 necescary 
eiiaauane for the ambulance and tbe responsible 
for ensuring that any necessary vaccination or dice 
infection of the ambulance crew was oarried cate 


(3) Rame(s) of sxallprox goneultant(s) available 


TS G Hisbit, Peterborough 

ie. Oliver, “Norfolk and “orgich “cepiteal, “orwich 

Drs doMeGe Clarke, Public fealth Department, Sleaford 
(4h) Facilities for laboratory diagnosis of emallpox 

in the event of laboratory Giaenosie being 


required, 
reference would be made to the Public Health Laborstory, 
fennmie Court Bosd, Cambridge. 


No cases of malaria have occurred. 
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(1) Procedure for inepection of ships for rate. 


The Seritary Inspector, ae a normal measure, makes an 
inepection of shipe from foreign porte. thould the 
presence of rate be fourvi or arian lait he would take 
any necessary action 


(2) Avrenrerents for the bacteriologies1 or pathological examination 
of regents, with special reference to rodent anges ineluding 
the muasber of rodente sent for examination during the year. 


Any enec coming wuméer thie heading would be sent to the 
Public Health Laboratory, Zennie Court Road, Cambridge. 
No rodents were sent for examination during the years 


{3} Arvengenents in the district for deratting ehipe, the methods 

<<, and, if done by a commercial contractor, the name of 
‘eentractor. 

fhe Geratting of shine ic the reeronsibility of the 
Sanitary inepector, «ho usee the fwrication method. 


{&) Progress in the rat-proofing of ships 


Black rate 
Brown rate 

Species not known 
Sent for examination 
infected with placue 


Deratting Ceritifiestes and fersttinge “xe 


wotion Certificater issued 
@uring the gear for shins from ecmen ports 


This is not inte ony ae the _ is not an “approved port* 
or a" gesirnated approved port. 


Digitized by the Internet Archive 
in 2018 with funding from 
Wellcome Library 


https://archive.org/details/o30286244 
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Signed R.E. Crockatt 
Mob. Ch. 5B. 


Sutton Bridge. 


